PROJECT  10073  RECORD  CARD 


1.  DATE 

1.  LOCATION 

23  January  1956 

New  Bedford.  Massachusetts 

3.  OATE'TIME  CROUP 

4.  TYPE  OF  OBSERVATION 

Local 

CCISrouniJ*  Vi  tool 

D Gro^nd^Rodor 

28/2226Z 

□ Air^Vttyol 

□ Atr*|fil«rc«pt  Radar 

5.  PHOTOS 

i.  SOURCE 

O Yos 

1 Civilian 

7.  LENGTH  OP  OBSERVATIOM 

8.  NUMBER  OP  OBJECTS 

9,  COURSE 

2 1/2  min 

one 

w to  NE 

1L  CONCLUSIONS 

O Wot  BoKoon 
O Probobly  DoUoan 
O P^tiibky  Bailo-ort 

SX  Woi  Aircrof  r 
O Probobty  Aircrofl 

□ Poitibly  Aircraft 

□ Wot  Atlfonomlcal 

□ Probobl  y AitrorwmJcol 

□ Poiiibly  Aatrorromicol 

□ , Ofhor 

□ Intyffleiont  Doto  f«r  Evoluotton 
O U nb  r>o  wn 


10.  BRIEF  SUMMARY  OF  SIOHTfKG 

Shape  elliptical,  twice  the  size  of 
jue  hundred  foot  water  tower,  color, 
red,  then  turned  to  very  thite. 
Contrails  seen  15,000  ft  below  obj 
and  in  area. 


II.  COMMENTS 

Probable  a/c 
by  contrails 


sighting  as  indicated 
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F.  21/2  MINUTES 

A.  GROUND  VISUAL 

B.  BINOCULARS 

C.  N/A 

A.  28/22262  JAN  56 

B.  DUSK 
EM  033A 


# 


SPRAY  PAINTER 

B.  S/SGT  LOVEJOY,  DETACHMENT  4,  4673D  GOC, 
A*  CLEAR 

B«  N/A 

C.  20,000  COVER 

D.  UNLIMITED 

E*  10  MILES  NORTH  TO  SOUTH 


NEW  BEDFORD,  MASS 
RELIABILITY  UNKNOWN 


PAGE  THREE  RJEPQG  87 
7.  NONE 
3.  NONE 

9.  NONE 

10.  JET  CONTRAILS  SEEN 
U.  NONE 

^ 12.  NONE 
3T 


33/15ii5Z  JAN  RJEPDG 


FM  COMDR  762D  ACW  SQ  NO  TRURO  MASS 
TO  RJEDEN/COMDR  ADC  ENT  AFB  COLO  SPRINGW  COLO 
RJEPNB/COMDR  EADF  STEWART  AFB  NEWBURGH  NY 
RJEPSN/COMDR  32D  AIR  DIV  CD 


SYRACUSE  AF  STA  SYRACUSE  NY 

RJEDWP/COMDR  AIR  TECHNICAL  INTEL  CEN  WRIGHT  PATT  AFB  OHIO 

I 

IrJEPDG/DIR  of  INTEL  HEADQUARTERS  USAF  WASHHD  C 


BT 

/UNCLASS IFIED/ACQ OPS  01118  PD  UFOB  REF  AFR  200-2,  DTD  12  AUG  5 A, 
7D. 

U A*  ELLIPTICAL 

B.  TWICE  THE  SI2E  OF  A 100  FOOT  CIRCUMFERENCE  WATER  TOWER 

'i  ' 

C.  N/A 
B*  ONE 

r 

X.  RED,  THEN  TURNED  TO  VERY  WHITE 
- r;  -NONE 
C*  NONE 
I H.  NONE 


PARA 


PAGE  TWO  RJEPDG  8F 
NONE 

■- 

2*  A*  SAW  CONTRAILS  15000  FEET  BELOW  OBJECT 

B.  0S0  DEG 

C.  FLAT  PLANE 

D.  WEST- TO  NORTHHEAST  (SEEM  TO  PACE  CONTRAIL) 

E.  SUDDENLY  INTO  CLOUD  COVER 


RE2B9 
VO  WPT100 
>1M  RJEDWP 
DE  EJEPDt; 


JSH3ll 

TYB049  TDB^DGA039 
HJEPHQ 

87  / 
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